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Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
@ 
Date: 07-03-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 759 (since 15t* March 2020) 


%@) Positive Today: 40 WY Recovered Today: 91 
4 Death Today: 01 4 Active Cases: 482 


S*’Y Sample Positivity today: 0.644% R% Recovery Percentage: 95.68% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 91661 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 87704 (95.68%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3206 (3.50%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 269 (0.29%) 
5. Number of samples found negative for COVID-19 today: 6246 
6. Total number of samples sent for COVID-19 testing today: 7063 
7. Total number of cumulative samples found negative since 01.01.2022: 1150745 
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Detailed Status of Sample Tested 
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CARRATS VAT aera waren fer 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Hospital Wise Death 


: No. of 
AIIMS Rishikesh, Dehradun 





Check Your COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 


Obed 
mish 











29S Uttarakhand State Control Room | 
YS Integrated Disease Surveillance Programme CS8VID-19 
SRRGTS TAA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun aaa ciliata als 


COVID-19 Vaccination 


7th March 2022 


* Sessions Held Today: 823 

* Number of Beneficiaries Vaccinated Today: 10836 
* Total Number of Beneficiaries Partially Vaccinated: 8581359 
* Total Number of Beneficiaries Fully Vaccinated: 7949471 


*% Total Number of Beneficiaries Given Precaution Dose: 403102 


Details of Beneficiaries Vaccinated in Uttarakhand 


ae : Last 24 hrs 


z Cumulative 
15-17 Jerid 18+ years 
years 


Fully Partially 

Partially Vaccinated | Vaccinated 
Vaccinated (Both (1st Dose 
(1st Dose Dose Coverage 
Coverage) Coverage 


Fully Precaution 
Vaccinated Dose 
(Both Coverage 
Dose 
Coverage) 


years 18+ years 

Fully Partially 
Vaccinated | vaccinated 

(Both (1st Dose 

Dose Coverage) 
Coverage) 


Faesesrwar | 13007 | 19046 | 186124 | 171207 | 2518 | sax | 2521 | 2308 | 17080 | 90 | 26 
/Chamoti | 19073 | 14671 | 274661 | 267127 | 3987 | 4020 | 6493 | 6625 | 21675 | 531 | 115 
/Champawat | 12441 | 7022 | 183960 | 170461 | 2254 | 2302 | 7574 | 7393 | 13551 | 99 | 22 
Dehradun | 91834 | se908_| 1573127 | 1451054 | 37243 | 36686 | 30662 | 31232 | 91796 | 1599 | 478 
Haridwar | 70359 | 29469 | 1509962 | 1440430 | 17784 | 17597 | 4saas_| 4a399 | 4asos | 922 | 120 
Nainital | a7i71_| 29487 _| 755253 | 724470 | 14189 | 13818 | 20106 | 20136 | 39225 | 753 | 205 
/Pauri | 30605 | 17682 | 452807 | 409622 | 7914 | 7910 | 7098 | 7163 | 27962 | 2568 | 171 
|Pithoragarn | 22028 | 11359 | 326350 | 311399 | 4095 | 4109 | s31a_| eaos | 17993 | 212 | 37 
/Rudrapraya | 12219 | 9264 | 173413 | isseas_| 2465 | 2453 | 2692 | 2712 | e709 | 29 | 28 
jTehri | 29041 | 20386 | 398826 | 354772 | 6253 | 6311 | 4923 | 5033 | 29361 | 539 | 60 
ee ee 
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SARRATS VAT 


DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 


S*’Y Sample Positivity: 4.47 % R%_ Recovery Percentage: 95.97% 
4X = CFR (%Death): 1.76% 44 Migrated Cases: 2.16% 

l. Total cumulative Positive COVID-19 detected: 436446 

Z. Total Number of COVID-19 Patients Treated/ Cured: 418854 

3. Total Number of COVID-19 patients migrated out of state: 9423 

4. Total Number of COVID-19 Deaths: 7687 

>: Total number of cumulative samples found negative: 9326498 

6. Total number of cumulative samples tested: 9762944 


Districts wise Status of COVID-19 


District Cumulative Negative Positive 


Oiinsemall| OTM ETIAYS 
samples Tested Cumulative Cumulative 


Treated/ 
Cumulative 
Date Deaths Migrated/others 


Champawat 
Pauri Garhwal 
Rudraprayag 


Total 9762944 9326498 436446 418854 7687 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


S Whatsapp No. 9412080544 


Details of District Control Rooms 


05963-221822, 05963-297515, 7895235220 

7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
05946-281234 

01368-222213, 7302796031 


Pithoragarh 05964-297551 
01376-234793 
01364-233727, 7456003173, 7456003162, 8920456016, 7078301730 
05944-246590, 05944-250100, 05944-250101 


01374-222641, 7417162869 
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